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1.0 Scope: Laboratory 

2.0 Distribution list: Laboratory 

• The hospital determines the tests that need to be outsourced which are not done in 
the facility. 

The lab should fulfill the following criteria: 

• Should have accreditation by a recognized body like NABL, NABH etc 

• Should maintain confidentiality of patient records. 

• Should have a low turnaround time. 

• An MOU is signed between the hospital and the outsourced organisation. 

Reference: MOU Copy , ann.5 (list of outsourced tests with TAT) in Laboratory Manual. 
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Out sourced investigations- Sample preparation 


Patient sample is sent to lab 


1. The serum or plasma is separated as 
required; sample is prepared and labelled. 

2. Test requisition form is prepared and 
details are entered in ‘Outsourced Test 
Register' 


Test transferred to outsourced Lab 
through HIS 

I 

The specific lab collection personnel are 
informed 


Sample is sent in appropriate containers 
and Temperature 
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Oursourced Tests to Apollo Hospitals.Jubilee Hills 



Test Name 

Schedule 

samples 

Accepted 

Reported Time 

i 

Thyroid Profile(T3,T4,TSH) 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

2 

FT4 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

3 

TSH 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

4 

T3 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

5 

T4 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

6 

MICROALBUMIN (URINE) 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

7 

ACID PHOSPHATASE 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

8 

PROSTATIC SPECIFIC ANTIGEN 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

9 

PROLACTIN 

MON-SAT* 

TILL 10:00AM/FASTING 

SAME DAY 07:00 PM 

10 

FOLLICULAR STIMULATING 

HORMONE 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

11 

LEUTINISING HORMONE 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

12 

PROGESTERONE 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

13 

ESTRADIOL 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

14 

PARA THYROID HORMONE 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

15 

IRON BINDING CAPACITY 

THURSDAYS 

Round the Clock 

SAME DAY 07:00 PM 

16 

TOTAL IRON BINDING CAPACITY 

THURSDAYS 

Round the Clock 

SAME DAY 07:00 PM 

17 

HEMOGLOBIN A1C HBA1C) 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

18 

SERUM B12 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

19 

SERUM FOLATE 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

20 

FERRITIN 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

21 

VITAMIN-D 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

22 

HBA2 

TUES-FRI 

Round the Clock 

AFTER 3 DAYS-07:00PM 

23 

HCG(Quantitative) 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

24 

TRIPLE MARKER(HCG,AFP,E2) 

MON-SAT* 

Round the Clock 

AFTER 2 DAYS-07:00PM 

25 

CARCINO EMBRYONIC ANTIGEN 
(CEA) 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

26 

CA-125 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

27 

CA-15-3 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

29 

CA-19-9 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 
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30 

SERUM PROTEIN 

ELECTROPHORESIS 

MON-SAT* 

Round the Clock 

AFTER 3 DAYS-07:00PM 

31 

CYCLOSPORIN - PRE DOSE 

TUES DAY 

Round the Clock 

WEDNES DAY 07:00PM 

32 

CYCLOSPORIN - POST DOSE 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

33 

VALPROIC ACID 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

34 

PHENYTOIN LEVELS 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

35 

SERUM OSMOLALITY 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

36 

URINE OSMOLALITY 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

37 

SERUM CORTISOL -AM 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

38 

SERUM CORTISOL-PM 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

39 

SERUM CORTISOL - RANDOM 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

40 

CKMB 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

41 

TESTOSTERONE 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

42 

HOMOCYSTINE 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

43 

LIPOPROTEIN -A 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

44 

ADA-SERUM 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

45 

ADA - BODY FLUID 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

46 

SERUM MAGNESIUM 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

47 

SERUM AMMONIA 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

48 

URINE SPOT PROTEIN 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

49 

URINE SPOT CREATININE 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

50 

24 HOUR URINE FOR PROTEIN 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

51 

24 HOUR URINE FOR CREATININE 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

52 

24 HOUR URINE FOR URIC ACID 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

53 

24 HOUR URINE FOR CALCIUM 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

54 

24 HOUR URINE FOR Creatinine clearance 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

55 

CERULOPLASMIN & COPPER 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

56 

SERUM LACTIC ACID 

Round the Clock 

Round the Clock 

SAME DAY 07:00 PM 

57 

GROWTH HORMONE 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

58 

INSULIN LEVELS 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

59 

TRANSFERRIN 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

60 

ALPHA FOETO PROTEIN 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

61 

DHES 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

62 

URINE FOR SPOT VMA 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 
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63 

24 HOUR URINE FOR VMA 

MON-SAT* 

Round the Clock 

SAME DAY 07:00 PM 

64 

BLOOD CULTURE AND SENSITIVITY 

Round the Clock 

Round the Clock 

AFTER 3 DAYS 

65 

URINE CULTURE AND SENSITIVITY 

Round the Clock 

Round the Clock 

AFTER 3 DAYS 

66 

FEBRILE AGG 

Round the Clock 

Round the Clock 

NEXT DAY 

67 

Hs-CRP 

Round the Clock 

Round the Clock 

SAME DAY 

68 

DENGUE-IgG&IgM 

Round the Clock 

Round the Clock 

NEXT DAY 

69 

WESTERN BLOT 

Round the Clock 

Round the Clock 

AFTER 15 DAYS 

70 

CD4 & CD8 

MON-SAT* 

Round the Clock 

AFTER 1 WEEK 

71 

ANTI -THYROID Abs 

MON-SAT* 

Round the Clock 

SAME DAY 

72 

ANTI - Hbe 

MON-SAT* 

Round the Clock 

SAME DAY 

73 

ANTI - BB' A ' 

MON-SAT* 

Round the Clock 

SAME DAY 

74 

PUS CULTURE AND SENSITIVITY 

Round the Clock 

Round the Clock 

AFTER 3 DAYS 

75 

ET TIP FOR CULTURE AND SENSITIVITY 

Round the Clock 

Round the Clock 

AFTER 3 DAYS 

76 

THROAT SWAB CULTURE & SENSITIVITY 

Round the Clock 

Round the Clock 

AFTER 3 DAYS 

77 

ET SECRETION FOR CULTURE&SENSITIVITY 

Round the Clock 

Round the Clock 

AFTER 3 DAYS 

78 

STOOL FOR CULTURE & SENSITIVITY 

Round the Clock 

Round the Clock 

AFTER 3 DAYS 

79 

SMEAR FOR AFB 

Round the Clock 

Round the Clock 

SAME DAY 

80 

AFB CULTURE & SENSITIVITY 

Round the Clock 

Round the Clock 

2 Weeks(6-8 weeks for neg 
report) 

81 

GRAM STAIN 

Round the Clock 

Round the Clock 

SAME DAY 

82 

FUNGAL SMEAR 

Round the Clock 

Round the Clock 

SAME DAY 

83 

FUNGAL CULTURE & SENSITIVITY 

Round the Clock 

Round the Clock 

3 WEEKS 

84 

SPUTUM CULTURE & SENSITIVITY 

Round the Clock 

Round the Clock 

AFTER 3 DAYS 

85 

LEPTOSPIRA - IgG 

Round the Clock 

Round the Clock 

SAME DAY 

86 

ANA-IgG 

TUES&THURS 

Round the Clock 

WEDNESDAY&FRIDAY 

87 

ANA PROFILE 

TUES&THURS 

Round the Clock 

WEDNESDAY&FRIDAY 

88 

SLE PROFILE 

TUES&THURS 

Round the Clock 

WEDNESDAY&FRIDAY 

89 

ANTI CARDIOLIPIN Abs-IgG&IgM 

TUES&THURS 

Round the Clock 

WEDNESDAY&FRIDAY 

90 

ENDOMYCIN RETICULIN GLIADIN 

TUESDAY&FRIDAY 

Round the Clock 

WEDNESDAY&SATURDAY 

91 

FDP 

Round the Clock 

Round the Clock 

SAME DAY 

92 

D-DIMER 

Round the Clock 

Round the Clock 

SAME DAY 

93 

BENCE JONES PROTEIN (URINE) 

Round the Clock 

Round the Clock 

SAME DAY 

94 

LUPUS ANTICOUGULANT 

Round the Clock 

Round the Clock 

NEXT DAY 07:00PM 

95 

SICKLE CELL 

Round the Clock 

Round the Clock 

NEXT DAY 07:00PM 

96 

STOOL FOR REDUCING SUBSTANCES 

Round the Clock 

Round the Clock 

SAME DAY 
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97 

BONE MARROW SLIDES 

MON-SAT* 

Round the Clock 

NEXT DAY 07:00PM 

98 

FIBRINOGEN 

Round the Clock 

Round the Clock 

SAME DAY 

99 

DIRECT COOMBS TEST 

Round the Clock 

Round the Clock 

SAME DAY 

100 

INDIRECT COOMBS TEST 

Round the Clock 

Round the Clock 

SAME DAY 

101 

BIOPSY - SMALL 

Round the Clock 

Round the Clock 

AFTER 5 DAYS 

102 

BIOPSY - LARGE 

Round the Clock 

Round the Clock 

AFTER 1 WEEK 

103 

KIDNEY BIOPSY 

Round the Clock 

Round the Clock 

AFTER 5 DAYS 

104 

PAP SMEAR 

Round the Clock 

Round the Clock 

AFTER 3 DAYS 

105 

BODY FLUID FOR MALIGNANT CELLS 

Round the Clock 

Round the Clock 

NEXT DAY 07:00PM 

106 

SLIDE FOR OPINION 

Round the Clock 

Round the Clock 

NEXT DAY 07:00PM 

107 

SKIN BIOPSY FOR LM & IF STUDY 

Round the Clock 

Round the Clock 

AFTER 1 WEEK 

108 

TB PCR (Blood, Body fluids, sputum) 

MON-SAT* 

Round the Clock 

AFTER 1 WEEK 

109 

HBV RNA 

MON-SAT* 

Round the Clock 

AFTER 1 WEEK 


* Samples are accepted on all days and analyzed on the scheduled days. 
Excluding Sundays & public holidays. 


Sample received in lab before 10:00 am, reports will be ready by 07:00 pm same 
day. 
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